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Message Text 


LIMITED OFFICIAL USE CASABLANCA 0584 

MADRID FOR RSO, FRANKFURT FOR RSS, STATE FOR A/SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : X-RAY EQUIPMENT 
REF: MADRID 4074 (NOT AL) 

1 . X-RAY EQUIPMENT IS BEING POUCHED. DEPT HAS BEEN 
REQUESTED TO PROVIDE ADDITIONAL SAFETY EQUIPMENT. 

2. PERSONNEL THAT WILL BE OPERATING EQUIPMENT MUST HAVE 
X-RAY CERTIFICATION AND BE ENROLLED IN FILM BADGE PROGRAM. 
PLEASE ADVISE RTC IF PERSONNEL ARE NOT CERTIFIED SO THAT 

A TRAINING SESSION CAN BE SCHEDULED. 

3. NO ATTEMPT SHOULD BE MADE TO OPERATE THE EQUIPMENT UNTIL 
SAFETY EQUIPMENT IS AVAILABLE AND PERSONNEL HAVE HAD 
TRAINING. 
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Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CASABL00584 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770191-0851 

Format: TEL 

From: CASABLANCA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 977051 1/aaaaajaz. tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: c19e6088-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 1 -Mar-2005 1 2:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 

Status: NATIVE 

Subject: X-RAY EQUIPMENT 

TAGS: ASEC 

To: MADRID 
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